UNITED STATES OF AMERICA 


Manning, Bradley E. 
PFC, U.S. Army, 
HHC, U.S. Army Garrison, 
Joint Base Myer-Henderson Hall 


v. 


RULING: Defense Motion 
For Reconsideration of 
Court's 24 July 2013 Supplemental 
Ruling - RCM 917 Motion 
18 U.S.C. §641 Specifications 


30 July 2013 


Fort Myer, Virginia 22211 


On 24 July 2013, the Defense filed a Motion for Reconsideration (AE 614) of this 
Court's 24 July 2013 Supplemental Ruling: Defense Motions for Findings of Not Guilty - RCM 
917 (AE 613). The ruling denied the Defense Motions for Findings of Not Guilty and for 
Mistrial for specifications 4, 6, 8, 12, and 16 of Charge II. On 26 July 2013, the Government 
filed a response in opposition (AE 621). 

The Defense Motion for Reconsideration presents additional argument for the issues 
raised in the original Defense Motion (AE 593). The Court adheres to its ruling at AE 613. The 
Court has ruled and the Defense has made its record. 

Ruling: 

The Defense Motion for Reconsideration is DENIED. 
So ORDERED this 30th day of July 2013. 



COL, JA 

Chief Judge, 1 st Judicial Circuit 
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